J. R. Parker & R. B. Coleman 


131 


Thaler (Innsbruck), Mr R. Snazell and Mr J. Wunder¬ 
lich for information regarding the continental litera¬ 
ture and records of the species. We are grateful to Dr 
A. F. Millidge who kindly read this paper. 
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A note on the types of Dicymbium brevise- 
tosum (Araneae: Linyphiidae) 

G. H. Locket 

Atners Tower, 

Stockbridge, Hants. 


Dicymbium brevisetosum Locket was originally 
described as a sub-species of D. nigrum (Blackwall) 
(Locket, 1962, p. 7) and later as a separate species 
(Locket, Millidge & Merrett, 1974, p. 74). On neither 
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occasion were type specimens mentioned. A lecto- 
type male has now been designated, and this, along 
with two paralectotype males and several paralecto- 
type females, is deposited in the British Museum 
(Natural History), the locality being Malham Tarn 
(Yorkshire). 
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